Directions - Oldham Office 





By Car 

Leave the M60 at junction 22 and head for Oldham Centre along Manchester Road, keeping in the right- 
hand lane. At the third set of traffic lights, keep right. Just after HPL Motors on your left, keep right. Turn 
right onto Chapel Road and then immediately turn left into the Chambers Business Centre. 


When you reach the main reception, head right into the car park and park in an available space. 
When you are walk towards the reception area, please note that we are located to the left of the main 
reception, in the corner building. 


By Train 
If you are travelling by train you will need to travel to Manchester Victoria or Manchester Piccadilly train 
station, from which you can use either a bus or taxi service. 


By Bus 
From Piccadilly Gardens Bus Station, you can catch the No.83 Bus to Oldham. This bus will take you to 
Manchester Road in Oldham (keep an eye out for HPL Motors on your left, which is where your stop will 


be). Cross Manchester Road to Chapel Road. Once you are on Chapel Road, turn left onto Chambers 
Business Centre. 

TO OLDHAM 
If you would like more 
information on timetables, please 
visit the Transport for Greater Do, & 
Manchester website. = 
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TO MANCHESTER | THE SOUTH 


Head Office: 4th Floor, Mill 3, Pleasley Vale Business Park, Mansfield, Nottinghamshire, NG19 8RL 
Telephone: 0345 543 0330 email: info@napit.org.uk 





